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F. Security, medical, emergency & fire protection plans

9106060037 Forwards Rev 9 to security force training & qualification plan.eliminating
hip-fire position for shotgun qualifications & increasing qualification std for point shoul-
der position.Rev withheld (ref 10CFR73.21).

PARKER.T.M. Northern States Power Co, 91/05/30. Document Control Branch (Doc-
ument Control Desk). 1 p. 58001:349-58001:349.

9106110258 Requests addl info re review of instrumentation & control aspects of
901127 submittal, "Design Rept for Station Blackout/Electrical Safeguards Upgrade
Project."                                                                                                     s             Ka

MASCIANTONIOA Project Directorate 111-1. 91/06/06. PARKER.T.M. Northern States
Power Co. 6pp. 58098:221-58098:226.

P. Operating license stage documents & correspondence

9106070086 Forwards errata for amends 96 & 89 to licenses DPR-42 & DPR-60,respec-
tively.

MASCIANTONIOA Project Directorate 111-1. 91/05/29. PARKER.T.M. Northern States
Power Co, 3pp. 58016:168-58016:183.

-9106070094 Amends 96 & 89 to licenses DPR-42 & DPR-60,respectively. containing
text errors on page TS.6.2-7.
* Project Directorate 111-1. 91/05/29. 13pp. 58016:171-58016:183.

9106110258 Requests addl info re review of instrumentation & control aspects of
901127 submittal, "Design Rept for Station Blackout/Electrical Safeguards Upgrade
Project"

MASCIANTONIOA Project Directorate 111-1. 91/06/06. PARKER.T.M. Northern States
Power Co. 6pp. 58098:221-58098:226.

9106250088 Discusses 910604-05 NRC senior managers meeting re evaluation of nu-
clear safety performance of operating reactors.fuel facilities & other matls licensees.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/18. ELIASON.LR.
Northern States Power Co. 3pp. 58205:323-58205:325.

9106240317 Forwards steam generator tube plugging & sleeving info for NRC staff.
PARKER.T.M. Northern States Power Co. 91/06/20. Document Control Branch (Doc-
ument Control Desk). 3pp. 58212:331-58212:333.

Q. inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106050106 Informs of closeout of NRC Bulletin 80-08, "Exam of Containment Liner
Penetration Welds," per 881205 Itr.

MASCIANTONIOA Project Directorate 111-1. 91/05/21. PARKER.T.M. Northern States
Power Co. 3pp. 57903:139-57903:141.

9106070231  Requests further relief from schedular requirements of Bulletin 89-002.
"Stress Corrosion Cracking of High-Hardness Type 410 Stainless Steel Internal Pre-
load Bolting in Anchor/ Darling Valves," for insp of Units 1 & 2 RHRP valves.
PARKER.T.M. Northern States Power Co. 91 /05/30. Document Control Branch (Doc-
ument Control Desk). 3pp. 58039:126-58039:128.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York. Inc. 84pp. 58146:088-58146:172.

9106120183 Provides clarification of response to Suppl Number 79-01A to IE Bulletin
79-01, "Environ Qualification of Class 1E Equipment (Deficiencies in Environ Qualifica-
tion of ASCO Solenoid Valves)."

PARKER.T.M. Northern States Power Co. 91/06/07. Document Control Branch (Doc-
ument Control Desk). 2pp. 58109:182-58109:183.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

R. Periodic operating reports & related correspondence

9106190079 Monthly operating repts for May 1991 for Prairie Island Generating
Plant.W/910612 Itr.

DUGSTAD.D., PARKER.T.M, Northern States Power Co. 91/05/31. 9pp. 58187:329-
58187:337.

S. Reportable occurrences, LERs & related correspondence

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257-
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils
encl.Training session scheduled for in-house personnel.

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 8pp. 58213:214-58213:221.

Y. Dry Cask Independent Spent Fuel Storage Installations

9106100460 Responds to NRC questions re facility independent spent fuel storage in-
stallation Tech Specs & SAR.                                                           _        . _       .  ,_
PARKER.T.M. Northern States Power Co. 91 /06/05. Document Control Branch (Doc-
ument Control Desk). 130pp. 58051:235-58051:354.

DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT

F. Security, medical, emergency & fire protection plans

9106260406     "Maine    Yankee    Emergency     Preparedness    Exercise    Evaluation
Manual,1991," conducted on 910610-12.

*  Maine Yankee Atomic Power Co. 91/04/30. 200pp. 58218:104-58218:320.

9105230018 Informs Commission of NRC request to FEMA to address recent perform-
ance issues in offsite EP for Maine Yankee Atomic Power Station.
TAYLOR.J.M. Ofc of the Executive Director for Operations. SECY-91-140. 91/05/16.
2pp. 57933:098-57933:099.

9106120002 EPIPs including.Rev 13 to 2.50.16,Rev 1 to 2.50.17 & Rev 1 to 25022.

*  Maine Yankee Atomic Power Co. 91/05/28. 28pp. 58108:034-58108:081.

9106240130 Revised "Maine Yankee Atomic Power Station Facility Emergency Plan."

*  Maine Yankee Atomic Power Co. 91/05/30. 260pp. 58213:001-58213:210.

9106240253 Rev 16 to EPIP 2.50.2, "Alert." reflecting changes to Page 3.

*  Maine Yankee Atomic Power Co. 91/06/03. 2pp. 58210:102-58210:103.

9106140012  Advises that  addl  time  needed  to  upgrade security intrusion  alarm
sys.Installation & testing of alarm sys expected to be completed by 910831.
NICHOLS.S.E. Maine Yankee Atomic Power Co. 91 /06/05. Document Control Branch
(Document Control Desk). 1p. 58161:259-58161:259.

9106120134 Revs to "Maine Yankee Atomic Power Station Facility Emergency Plan."
W/910607 Itr.

NICHOLS.S.E.   Maine  Yankee  Atomic   Power Co.   91/06/07.  125pp.  58108:082-
58108:291.

9106130359 Forwards insp rept 50-309/91-80 on 910501-10.No violations noted.
HEHL.C.W. Region 1 (Post 820201). 91/06/10. FRIZZLE.C.D. Maine Yankee Atomic
Power Co. 5pp. 58111:117-58111:163.

-9106130361 Insp rept 50-309/91-80 on 910501-10.No violations noted. Major areas
inspected:operations,emergency      preparedness,       engineering      &      technical

support.security.radiological & environ protection.
E,E,C. Region 1 (Post 820201). 91/06/10.

MCCABE.E.C.

55pp. 58111:122-58111:163.

9106200080 Forwards revised facility security plan table of contents & section 11.3.
NICHOLS.S.E, Maine Yankee Atomic Power Co. 91/06/12. Document Control Branch
(Document Control Desk). 1p. 58177:336-58177:336.

9106250079 Forwards insp rept 50-309/91-09 on 910430-0528 & notice of violation.
LINVILLE.J.C.  Region  1   (Post 820201).  91/06/14.  FRIZZLE.C.D.  Maine Yankee
Atomic Power Co. 4pp. 58213:318-58213:330.

-9106250085 Insp rept 50-309/91-09 on 910430-0528.Violations noted. Major i
inspected:operations,radiation                          protection,                          maintenance/

suryeillance.security.engineering/technical support & safety assessment/quality verifi-
cation.
MCCABE.E.C, Region 1 (Post 820201). 91/06/14. 8pp. 58213:323-58213:330.

9106250137 Forwards revised security plan table of contents.EncI withheld (ref
10CFR73.21).

NICHOLS.S.E. Maine Yankee Atomic Power Co. 91/06/18. Document Control Branch
(Document Control Desk). 1p. 58234:311-58234:311.

H. General correspondence

9106130095 Requests extension of comment period for 56FR22187 re Maine Yankee
Atomic Power Co consideration of licensing action & opportunity for public
comment.due to importance of matter.

LARSON.A.M. New England Coalition on Nuclear Pollution. 91/06/07. Division of
Freedom of Information & Publications Services (Post 890205). 1p. 58041:039-
58041:039.

9106140168 Requests title change on util hearing svc list.

NICHOLS.S.E. Maine Yankee Atomic Power Co. 91/06/10. Document Control Branch
(Document Control Desk). 1p. 58155:002-58155:002.

P. Operating license stage documents & correspondence

9106050120 Responds to 910430 Itr re formal appeal applicability of generic Itr 87-02
backfit to util.Determined that meeting would be constructive to provide forum for full
& frank exchange of views on issue.

VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 91/05/24.
FRIZZLE.C.D. Maine Yankee Atomic Power Co. 3pp. 57931:070-57931:072.

9106060254 Notification of 910625 meeting w/util in Rockville.MD to discuss appeal of
USI/A-46 backfit.

TROTTIER,E,H. Project Directorate I-3. 91/05/30. WESSMAN.R.H. Project Directorate
i-3. 3pp. 57934:359-57934:361.

9106060131 Responds to 910502 request that NRC consider increasing safety insps at
facility.Event description of 910429 occurrence encl.

CARR.K.M. Commissioners (Post 750119). 91/06/03. MITCHELL.G.J. Senate. 4pp.
57935:259-57935:263.

-9106060138 Requests that NRC consider need to increase its safety insp at facility.
MITCHELL.GJ. Senate. 91/05/02. CARR.K.M. Commissioners (Post 750119). 1p.
57935:263-57935:263.

9106130336 Discussed NRC issued notice of violation re activities on reactor operator
requalification program for Vendor interface for safety-related components per Generic
Ltr 90-03.

NICHOLS.H. Maine Yankee Atomic Power Co. 91/06/11. Document Control Branch
(Document Control Desk). 2pp. 58111:180-58111:181..H.   Wisconsin   Public   Service   Corp.   91/05/28.   10pp.
